Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 16652 290454Z 
ACTION EA-09 

INFO OCT-01 ISO-OO EB-08 /018W 

128242 290620Z/15 

R 290257Z JUL 77 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4674 
AMCONSUL HONG KONG 
AMEMBASSY SINGAPORE 

UNCLAS BANGKOK 16652 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUBJECT: MAJOR PROJECT EARLY WARNING: GARBAGE INCINERATION PLANT 

1 . DURING A RECENT PRESS CONFERENCE, MR. THAMRONG 
SOOKCHAROEN, DEPUTY BANGKOK GOVERNOR, DISCLOSED 
BANGKOK METROPOLIS ADMINISTRATION'S (BMA) PLANS TO 
BUILD SEVERAL INCINERATING PLANTS TO 

DISPOSE OF ACCUMULATED GARBAGE. AS IT IS ESTIMATED THAT 
THE PROJECT MAY COST $40 MILLION, BMA MAY HAVE TO OBTAIN 
A SUBSIDY FROM THE ROYAL THAI GOVERNMENT TO IMPLEMENT IT. 

BMA PLANS TO SUBMIT THE PROJECT TO THE NATIONAL 
ENVIRONMENTAL BOARD AND TO THE NATIONAL ECONOMIC AND 
SOCIAL DEVELOPMENT BOARD FOR CONSIDERATION, BUT IT WILL 
PROBABLY TAKE SOME TIME BEFORE THE PROJECT IS FINALIZED 
AND APPROVED BY THE RTG. 

2. EMBASSY WILL PROMPTLY REPORT DEVELOPMENTS OF THE 
PROJECT WHEN INFORMATION IS AVAILABLE. 

3. MR. THAMRONG SOOKCHAROEN, DEPUTY GOVERNOR, BANGKOK 
METROPOLIS ADMINISTRATION, SAO CHING CHA, BANGKOK 2, 

THAILAND, IS INTERESTED IN RECEIVING INQUIRIES FROM 

U.S. SUPPLIES. 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BANGK016652 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770271-1312 
Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977076/aaaaaexp.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
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